To:  mstewart@patriotcontractingusa.com[mstewart@patriotcontractingusa.com] 

Cc:  R8EISC[R8EISC@epa.gov] 

From:  Brogden,  Rose 

Sent:  Wed  8/1 2/2015  4:52:42  PM 

Subject:  Re:  GOLD  KING  MINE  Hazardous  Response  Team  Contractor 

EPA  is  committed  to  working  closely  with  response  agencies  and  state  and  local  officials  to 
ensure  the  safety  of  citizens,  respond  to  concerns  and  to  evaluate  impact  to  water  contaminated 
by  the  Gold  King  Mine  Release.  EPA  is  sharing  information  as  quickly  as  possible  with  the 
public  as  experts  work  to  evaluate  any  effects  the  spill  may  have  on  drinking  water,  public 
health,  agriculture,  fish  and  wildlife. 

Please  see  our  website  for  the  latest  information:  http://www2 .epa.gov/goldkingmiiie 
Regular  updates  will  be  posted  as  they  are  available. 

EPA  Hotline:  844-607-9700 


From:  mstewart@patriotcontractingusa.com  <mstewart@patriotcontractingusa.com> 

Sent:  Wednesday,  August  12,  2015  1:41  PM 
To:  R8EISC 

Subject:  GOLD  KING  MINE  Hazardous  Response  Team  Contractor 
Good  Day, 

I was  given  your  email  to  get  our  information  on  the  contractor  list  for  the  cleanup  work 
that  will  be  required  for  the  Gold  King  Mine  issue.  Please  let  me  know  where  and  who  to 
send  our  information  and  lists  of  abilities. 

Regards, 

Michael  Stewart 

President  / Patriot  Contracting  8r  Reclamation  LLC 
A Service  Disabled  Veteran  Owned  Small  Business. 

(480)  688-7220 
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